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ORD-oX6'X-69 
24 October 1980 


i.Ki:ORANDUIiI FOU TilE ESCOED 


SUBJECT; 


Eeport on the Test of the Telex Magnetic Tape 
Drives 


test 


of 


1. The following: is a report on the 
Telex magnetic tape drives, and the advantages and chip- 
advantages of Telex caagnetic tape dr'ives copparipcl wiwn 
IBM ciagnetic tape drives .(n ine channel oniy)_. The test 
was arranged through Ilr. j .'of CXV3 and con- 

ducted in the IPED. 


In order to tost the Telex tape drives, two 


(2) IBM tape drives were removed frovi the 380 r>ystv?.a and 


two (2) Telex t; 


Four tape test programs thui. 


and to 


pe drives wore installed in taoir place, 
hat would run under thve IBli 

operating system wore used. Those programs were fraeeen 
to test the efficiency of the Telex tape drives 
ViSe both Telex drives, 
written by IBM, 
program, which did no-; 
used only one (1) tape deive. The tests were conducL.OvA 
over a period of twenty 9-hour ciays. Of the to-aj. 


A fifth program, which was 
I on the 
run under 


tape drives. Thi, 


^ t 




■s r ‘T *;■ . 

fc.i ^ *-**-«■ 


bocauGO 


. . V ff ^ 


bourG, 92, hours wore- £ivailablo to tost 'cao 
of scheduled maintenance and time alloted for SxJi 
ADSPr. Of those 92 hours, test time was between 20 anc* 
25 hours. 
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t5U3JECT; Keport on the Test Ox tlio Tolex Llngnotic Tape 
Drives 


i 


25X1 A 


25X1 A 

25X1 A 


4. Since the tests proved satisfactory, the IPRD 
is replacing their four IDH nine-trach uagnetic tape 
drives with four Tolex nine-track magnetic tape drives. 


5 , 


Other details arc enclosed in the attached 
report; a ny cucstlons ab out the tests should bo re- 


ferred to 


extension 2143, 


SIGNED 


An/OHD/DD/SSiT 
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Distribution; 

Orig. - Subject 
1 - CB 
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an enrono 
1 - QRD Chrono 
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